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Message Text 

UNCLASSIFIED 

PAGE 01 BUDAPE 03712 261440Z 
ACTION EUR- 12 

INFO OCT-01 EB-08 ISO-00 /021 W 

014432 270551Z/10 

R 261336Z OCT 77 
FM AMEMBASSY BUDAPEST 
TO USDOC WASHDC 
INFO AMEMBASSY WARSAW 
AMEMBASSY BERLIN 
SECSTATE WASHDC 9759 

UNCLAS BUDAPEST 3712 

BEWT FOR GARY ROBERSON 

E.O. 11652: N/A 
TAGS: BEXP, PL, GE, HU 

SUBJECT: ELECTRICAL ENERGY SYSTEMS TSS 

1. MTESZ, HUNGARIAN CONTRACTOR EOR ELECTRICAL ENERGY 
SYSTEMS TSS, HAS REQUESTED TITLES OE PRESENTATIONS TO 
BE MADE BY TSS PARTICIPANTS FOR USE IN PRINTED PROGRAMS. 

MATERIAL SHOULD GO TO PRESS OCT. 31. 

2. ACTION REQUESTED: PLEASE PROVIDE TITLES BY COB 
FRIDAY OCT. 28. 

KAISER 


UNCLASSIFIED 


NNN 
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Disposition Event: 
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Disposition Remarks: 

Document Number: 1977BUDAPE03712 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770394-0593 

Format: TEL 
From: BUDAPEST 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19771022/aaaaasoh.tel 

Line Count: 39 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 32fba727-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 
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Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
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